Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 24433 231328Z 
44 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 /025 W 

090638 

R 231328Z AUG 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4235 

UNCLAS PARIS 24433 

E.O.LL652: N/A 

TAGS: OGEN, ETDR, EIND, TBIO.FR. 

SUBJECT: FDA ADVISORY- DEFECTIVE HEMODIALYSIS MACHINES 
RECALL T- 136-6 

REF.: STATE 205675 

1 . POST CONTACTED LA MAISON DU MEDECIN, 300 RUE LEON 
JOULIN, 3L076 TOULOUSE' TO DETERMINE IF CONSIGNEE HAD 
RECEIVED RECALL LETTER AND REPLACEMENT RELAYS FOR THE 
HEMODIALYSIS MACHINES, MANUFACTURED BY DRAKE- WILLOCK, 
INC., 13520, SOUTH EAST, PHEASANT COURT, PONTELAND, 

OREGON 97222 

2. MR. LESTRADE, COMMERCIAL MANAGER, LA MAISON DU 
MEDECIN, STATED THAT HE HAD BEEN ADVISED OF THE DEFECTI- 
VE DEVICE AND THAT AN ENGINEER FROM DRAKE-WILLOCK 
WAS ARRIVING IN A FEW DAYS TO CHECK ALL THE DEVICES. 

3. FRENCH DISTRIBUTOR REPORTED THAT NO COMPLAINTS OF 
FAILURES HAVE BEEN RECEIVED. 
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